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FELD ENTERTAINMENT, INC. 
RiNGLING BROS/BARNUM & BAILEY 


8607 WESTWOOD CENTER DRIVE 
VIENNA, VA 22182 


Customer ID: 7250 
Certificate: 52-C-01 37 

Site: 001 

RETIREMENT FARM 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUN-12-2003 


Inspection of the Rtngling Bros. & Bamum Bailey Circus { Red Unit ) took place at the Kansas Expocenter in Topeka, Ks. 
Between Angie Parr ( Vet Tech ) & Robert Bacon inspector. Inspection Shows all standards to be in compliance at 
this time. 

Animal Counts: 

Tigers: 1 1 
Zebra; 8 
Elephants: 10 
Goats; 6 
Sheep; 2 
Llama's; 2 

10 Elephants at this traveling site were: 

Asia • 25 yr. old female 
Assan- 46 old female 
Baby - 42 yr old female 
Bananna - 46 yr. old female 
Banko - 27 yr. old female 
Luma - 19 yr. old female 
Sarah - 46 yr. old female 
Siam - 25 yr. old female 
Toby - 42 yr. old female 
Tonka - 19 yr. old female 
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